Approved For Release 2002/02/05 : CIA-RDP80-00810A0021 00270008-1 
CLASSIFICATION SECRET 


• CENTRALWLWm® REPORT NO. 

INFORMATION REPORT mm 


fLP >77 

25X1 A 





SUBJECT 


PLACE 

ACQUIRED 

DATE OF 
SNFCL 


Eai x ‘Te nanny 

Product! oi*jQ&J?lsur.ita under the Ministry 
of Mining and Smelting 

25X1 A 



DATE DISTR U August 1953 
NQ OF PAGES 1 

NO OF ENCLS 

OUSTED BELOW) 

SUPPLEMENT TO 
REPORT NO 


25X1X 


25X1 X 1... mooting of the Office for the Coordination of Industry and 

Connor co ( K oor d inierur g and K c n troll s t oil e fucr Industrie unc Vorkohr) 
production aroblemr: of the Mining and melting industry were undor discus- 
•3 ion. As a re cult of these discussions it was resolved that the I ini 3 try of 
I Ining and inciting ir to institute measures at rolling r ills and at the 
VPB Cioln/erk krott erode (drawing works) which will raise the drawing mid 
.annealing capacities for tho production of ball steel Tjj.ro (KugelstrM'Lraht) 
of un to 14 rru diareter to 110 tons oer month* 



25X1 X 


staff rooting cf the I inis try of lining and melting* a report 

rrerontod on Pisenhue ttonkor ibinat . talin formerly isenhueticnkorbinnt 

Oat (CKO ) # revealed that blast furnace V had not gone into operation on the 
1 l ay target date, A delay in the ca oletion of ore and colic hunkers and 
generator installations f as well as tho non-delivery of nig iron and slag 
ladles contributed to the failure to get the furnace into operation. The 
date originally set for canncncing product! n at tho ' X. ’ steel rdll cannot ba 
net, Lokteu-Ploktrotochniscbe IJerke, Uonnigsdorf (I/ nT )* had contracted to 
deliver a 36-ton electric furnace by the end of 1953 **ut has since announced 
that the furnace Trill not bo dolivored until the riddle of 195/# 

25X1X 


staff Meeting revealed that the 
Tning and > molting had ooc rated 


A financial statement presented at th 
iron and steel slants undor the I ini 3 try o; 
at a loss* a loss which exceeded the estimate of loss made at the beginning 
of the quarter by 16,579,000 TIP, Tho non ferrous rills, on the other hand, 
had operated at a loss which was 367,900 u " lose than the original c. tir ate 
of loss* 
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